To:  Foster,  Aithea[foster.althea@epa.gov];  Hayes,  Mark[hayes. mark@epa.gov] 

Cc:  Restivo,  Angeia[Restivo. Angeia@epa.gov] 

From:  Enders,  Jhana 

Sent:  Fri  8/14/2015  6:36:07  PM 

Subject:  Farmington  City  Manager  Request  for  Sampling 
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1445  Ross  Avenue  (6SF-PE) 

Dallas,  Tx  75206 

From:  Foster,  Althea 

Sent:  Friday,  August  14,  2015  12:22  PM 

To:  Enders,  Jhana 

Cc:  Hayes,  Mark 

Subject:  Re:  Farmington  City  Manager  Request  for  Sampling 


Thank  you  Jhana.  Could  you  let  us  know  which  location? 

Sent  from  my  iPhone 

On  Aug  14,  2015,  at  1 1:34  AM,  Enders,  Jhana  <Enders. Jhana@,epa. gov>  wrote: 


Spoke  with  Rob  Mayes,  Farmington  City  Manager.  We  are  already  sampling  the  location 
he  was  concerned  about.  Thanks. 
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